M1636TAU, M1638TAU, M1623TAU, M1624TAU oO 
3.5-inch, ATA Interface Hard Disk Drive FUJITSU 


Installation Guide 


Below is a diagram of the PCBA board for the Fujitsu M163XTAU and M162XTAU series of ATA interface disk drive and also 
a summary of the user-selectable options including guidelines for installation of the drive. 


1. DRIVE MOUNTING REQUIREMENTS 


MOUNTING SCREW FIXING 
When the mounting screw holes on the side of the drive are used, then use only the 
two pairs of outer holes. Do not use the center hole in conjunction with only one of 
the outer holes. The screw must not penetrate the drive. 
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CAUTION 
Installing mounting screws with 
excessive lengths will damage the 
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Xpin 1 drive. 
GROUNDING 
Sufficient grounding will be provided for correct operation when the drive 
is screwed into an electrically grounded frame. 

COOLING 

ORIENTATION Allow space above and below the drive to provide for adequate air flow. Fan cooling 
The drive may be installed in one of three orientations, PCA down or on is recommended. The disk enclosure temperature, measured at top center, should 
either edge. Inclination from vertical or horizontal should not exceed 5°. never exceed 60°C. 


2. JUMPER SETTING 


penn ee Cable Select Mode Setting (CSEL) 


Master Drive Setting e 1: ° Cable select mode gives an alternative method by which the drive may be set 
(Default setting) A 


to MASTER or SLAVE. A special cable is needed to implement this feature and 
hehe should only be used if supported by BOTH drives. = 
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DE Side DE Side 


3. SYSTEM BIOS PARAMETERS 


When installing this drive in any PC-AT computer, the system BIOS will need the following information to successfully read and write to the disk. 
The formatted capacity of each drive can only be guaranteed if these parameters are used. 


Model Cyl Hds | SCT | Wpcom | LZone Capacity | 


















































M1636TAU | 2490 16 63 i?) 0 1.28GB 

M1638TAU | 4982 16 63 ie} ie) 2.57GB 

M1623TAU | 3298 | _ 16 63 ie} te) 1.70GB 

M1624TAU| 4092 | 16 | 63 0 o | 21168] 
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